25X1A 
25X1A 


=, 


Approved For ReleaSe 2002/08/07 : CIA-RDP81B00878R000400080083-7 


SAPC=6761 
Copy feof h 


& June 1956 


Dear Bob: 

Reference is made to your leiter of 21 May 1956, CMCC Doc. 
No. 151x5.118, suggesting a time and material contract to cover 
repair work which may be required from time to time on the ay stens. 


Please be advised that we concur in this arrangenent and would 
appreciate receiving your proposal thereon. 


Sincerely, 


GEORDE 


Distribution: 
Orig - R&W 
2- Master 
3 = Chrono 
= Reading 


HJP:vd (6/6/56) 


A oortmececrn rege see reat 


iakit: /¢ VEY _. REVIEWER: _010986 at 


Approved For Release 2002/08/07 : CIA-RDP81B00878R000100080083-7 — 


SEGH: 


1 


Approved For @elease 200247 -RiEqprs1800878R000100080083-7 


CMCC Doc. No. 151X5.118 


Copy 3A of 2 
Page 1 of 1 


May 21, 1956 


Dear George: 


We have been called upon to do some repair work on 
System One equipment already and I anticipate that 
there will be a considerable amount of this before we 
are done. It appears rather awkward to cover this 

type of expense on a Cost Plus Fixed Fee basis and it 
would seem to me that we should arrange a time and 
material basis to cover this work. Would this bea 
satisfactory arrangement with you and would a separate 
contract be required to cover such work? If this seems 
like the proper basis to you, we will prepare such a 
proposal and forward it to you. 


Sincerely, 
Bob 
as ” ath — f 
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